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Making wine is complex. Enjoying wine is easy. 

There is no mystery to the proper serving temperature of wine - only a 
few common sense guidelines. Red wines are traditionally served at, or 
just below, room temperature. The reason is because the more full 
bodied aroma of a red is constrained if the wine is served too cold. The 
more crisp flavors of white wines and champagnes are enhanced when 
served at a lower, but not too low, temperature. 

The IRW70 Wine Thermometer was designed to 

help in the enjoyment of wine by assuring that it is served, or stored, at 
an appropriate temperature. The dial of the IRW70 has a color coded 
scale showing the suggested temperature for serving and storing wine. 
The rubber seal attached to the thermometer provides a positive seal so 
it will not leak if the bottle is stored on its side. Two bonus stoppers are 
provided so that partially full bottles of wine can be safely stored for 
later consumption. Some popular wine types and suggested serving 
temperatures are identified on the protective sheath. 

When storing Wine^ especially for long periods of time a 
constant, proper temperature is very important. One of the best, and 
most accurate methods to assure that the wine is stored properly is to 

use the IRW70. Simply fill an empty wine 
bottle with water, firmly insert the IRW70 
in the neck of the bottle and place it in 
the storage compartment. This will assure 
that one is measuring the temperature of 
the wine, not the temperature of the bottle 
or the air temperature of the cellar. See 
illustration. To remove the IRW70 from 
the bottle, grasp the head of the 
thermometer and the end of the rubber 
seal, and gently pull the thermometer and 
seal from the bottle. 



5 Year Limited Warranty: Any instrument that proves to 
be defective in material or workmanship within five years 
of original purchase will be repaired or replaced without 
charge upon receipt of the unit prepaid at the address 
listed to the right. This warranty does not cover damage 
in shipment or failure caused by tampering, obvious 
carelessness or abuse. 
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